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25X1 

IDEA- 0174-71 
Copy of 

7 April 1971 


MEMORANDUM FOR: Deputy for Operations, OSA 

SUBJECT : Review of PHD 50-10-7 

REFERENCE : Idea- 0022 - 71 , dtd 17 March .19 71, 

Same Subject 

Ihe Aeio Medical Staff, OSA, reports a negative reply 
to .the referenced memorandum. 

25X1 

C 7 unet, Aero Medical Staff 
Office of Special Activities 
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AMS /OSA 
Di stribution 

1 - Addee 

2 - AMS /OS A 

3 - " Chrono 

4 - RB/OSA 


(7 Apr 71) 
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IDEA 0022-71 

Copy . ^ o f 8_ 

17 March 1971 


MEMORANDUM FOR: See Distribution 
SUBJECT ; Review of PHD 50-10-7 


K i‘-,n T ! 7 ie /i DEAL:i;ST Divison is in the process of reviewing 
PHD 50-10-7 (Detachment Monthly Commander's Report) for format 
and content. 


2. Using the reports submitted by 
year as the base format/ request addressees 
and forward comments and/or recommended 
Division NLT 31 March 1971. Negative 


for the past 
review subject PHD 
changes to IDEALIST 
reports are required. 


Deputy for Operations, OSA 


IDEA/OSA, 
Distribution : 

1 - IDEA/OSA 

2 - DSA/OSA (INFO) 

3 - D/O/OSA 

4 - D/M/OS A 

5 - CO MPT/ OSA 

6 - SS/OSA 

7 - RB/OSA 

8 - AMS/OSA 


(16 Mar 71) 


Distribution . 

'AHA /OSA g 3 MAR 1971 
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